This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 f 


See attached form for 
additional information 


Interagency Report Control No.: 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. CERTIFICATE NUMBER: 

51-F-0001 

CUSTOMER NUMBER: 

432 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Uniformed Services 
Univ. Of The Health Sciences 
4301 Jones Bridge Rd. 
Bethesda, MD 20814 

Telephone: (301) -295-1909 


MOV 2 


em 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS { Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A 1 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yc 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reast 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D + E ) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


Goats 


13. Other Animals 


Sand Rats 


Gerbils 


Ferrets 


ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual resc 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATU 


| NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL { Type or Print ) 


DATE SIGNED 


APHIS FO 

( AUG 91 ) 


(OCT 88), which is obsolete.) 










































This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

51-F-0005 436 

FORM APPROVED 

OMB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
indude Zip Code) 

U.S. ARMY CENTER FOR HEALTH PROMOTIONS 
MEDICAL/TOXICOLOGY DIVISION 

5158 BLACKHAWK RD. MCHB 

ABERDEEN PROV GRND, MD 21010 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATtONSf&fesJ 


US ARMY CENTER FOR HEALTH PROMOTIONS & PREV. 
ABERDEEN PROV GRND, MD 21010 


| REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) | 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 


105 



105 

7. Hamsters 






8. Rabbits 


4 



4 

9. Non-Human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 






Golden mouse 


6 



6 

Kangaroo mouse 


3 



3 

Pygmy mouse 


3 



3 

| ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions Is attached to this annual report. In • 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

| NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


DATE SIGNED 


11/29/2004 


L 


I 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 



This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 

OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

CUSTOMER NO. 

51-F-0005 

436 


FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

U.S. ARMY CENTER FOR HEALTH PROMOTIONS 
MEDICAL/TOXICOLOGY DIVISION 
5158 BLACKHAWK RD. MCHB 
ABERDEEN PROV GRND, MD 21010 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use this form.) 


A. 

B. Number of 

C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching, 

F. 


animals being 

animals upon 

which experiments, 

experiments, research, surgery or tests were 


Animals Covered 

bred, 

which teaching, 

teaching, research, 

conducted involving accompanying pain or distress 

TOTAL NO. 

By The Animal 

conditioned, or 

research, 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

Welfare Regulations 

held for use in 

experiments, or 

conducted involving 

anesthetic, analgesic, or tranquilizing drugs would 



teaching, testing, 

tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C + 


experiments, 

conducted 

distress to the animals 

interpretation of the teaching, research, 

D + E) 


research, or 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 



surgery but not 

pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 



yet used for such 

use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 



purposes. 

relieving drugs. 

used. 

must be attached to this report) 



Fulvous harvest mouse 7 

White-footed mouse 84 84 

Northern grasshopper mouse 2 2 



ASSURANCE STATEMENTS 

1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 



APHIS FORM 7023A (Replaces VS FORM 18-23 (Oct 88), which is obsolete PART 1 - HEADQUARTERS 

(AUG 91) 





























This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


OCT O420IU attached form for 


Interagency Report Control iVp.: 


additional information. 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 51-F-0008 

CUSTOMER NUMBER: 43Q 

FORM APPROVED 

OMB NO. 0579-0036 

National Cancer Institute 


Frederick Cancer Research 


Building 429 


P.O. Box B 


Frederick, MD 21702 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 



Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, F. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasr 
such drugs were not used must be attached to this repori 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


1 2. Other Farm Animals 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res* 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions Is attached to this annual report In addition to identifying the lACUC-approved exceptions, this summary in< 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 



/hich is obsolete.) 




















This report Is required by law <7 USC 2143). Failure to report according to the regulations can Sea attached form for Interagency Report Control No.: 

result In an order to cease and desist and to be subject to penalties as provided for in Section 21! additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

1. CERTIFICATE NUMBER: «?1.F MHO* 

FORM APPROVED 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

CUSTOMER NUMBER: 1 2780 

OMB NO. 0579-0036 


Center For Drug Evaluation And Research / 

ANNUAL REPORT OF RESEARCH FACILITY 

White Oak Animal Program 

( TYPE OR PRINT ) 

7519 Standish Place, 
Rockville, Md 20855 

Room 148 


Telephone : 301-827-4172 


3. REPORTING FACILITY ( List all locations where animate were housed or used in actual research, testing, or experimentation, or held lor these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


| REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARi 

2H FACILITY f Attach additional sheets If necessary or use APHIS Form 7023A ) | 

A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use ot 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests ware 
conducted Involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquitizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquillz 
drugs would have adversely affected the procedures, 
results, or Interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report). 

F. 

TOTAL NUMBER 

OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 





6 

5. Cats 





6 

6. Guinea Pigs 





6 

7. Hamsters 






8. Rabbits 





0 

9. Non-human Primates 





6 

10. Sheep 





6 

11. Pigs 




i 

6 

12. Other Farm Animals 





6 







13. Other Animals 





6 



















| ASSURANCE STATEMENTS 


- _ZI 


1 ) Professionally acceptable standards governing the care, treatment, end use of enimeis, inducting appropriate use of anastatic, analgesic, end tranquil izing drugs, prior to, during, end following ac tu al rear 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painM procedures. 


3) This fadlity is adhering to the standards and regulations under the Act, end it has required that exceptions to the standards and regulations be specified and explained by the principal investigator end ap 
Institutional Animal Cara and lies Committee (IACUC). A summary of all such exceptions Is attached to this annual report, in addition to Identifying the lACUC-approved exceptions, this summary km 
brief explanation of the e x ceptio ns , as wed ea tie spades and number of animate affected. 


4) The attenrffng veterinarian ICr this research facility has appropriate authority to ensure the provision of adequate veterinary care and to 


the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{ Chief Executive Officer or Legally Responsible Institutional Official ) 








i 

DATE SIGNED 


i 


(AUG 91 ) 


which is obsolete.) 



This report is Squired by law (7 USC 2143). Failure to report according to the regulations can 
result in an oraer to cease and desist and to be subject to penalties as provided for in Section 21 1 

See attached form for 
additional information. 


Interagency Report Control No.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1 . CERTIFICATE NUMBER: 5 ^ -F-0026 

CUSTOMER NUMBER: 1 2782 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Center For Veterinary Medicine 
7500 Standish Place 

Rockville, MD 20855 

.DEC 0 1 2001 


Telephone: (301) -827-4172 





3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets if necessarv or use APHIS Form 7023A \ 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiiiz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reast 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual resc 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


I 0 TITI C AC A C A An IklCTITI ITIAIIAI ACCIAIAI / T,_„ O yirt* I 




iich is obsolete.) 


( AUG 91 ) 



























Facility Location: Certificate # 51-F-0026 
US FDA 

Center for Veterinary Medicine 
Office of Research 
8401 Muirkirk Road 
Laurel, MD 20708 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 


See attached form for 
additional information. 


Interagency Report Control Ho.: 




UNITED STATES DEPARTMENT OF AGRICULTURE 

1. CERTIFICATE NUMBER: 51“F~0027 

FORM APPROVED 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

CUSTOMER NUMBER: 12783 

QMS NO. 0579*0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Center for Devices and Radiological 
Health 

1519 Standish Place, Room 148 

- 

Rockville, MD 20855 

Telephone: 301-827-4172 


3, REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS (Sites) - See Atached Listing 


| REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A ) 

1 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, condHloned, 
or held for use in 
teaching, lasting, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 

Involving no pain, 
distress, or used 
paJn-reflevtng 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
acconpanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquMzfng drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to toe animals and tor wh 
tea use of appropriate anesthetic, analgesic, or tranqullz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pate or distress in these animate a 
toe reasons such drugs were not used must be attached 
this report). 

F. 

TOTAL NUMBER 
OF ANIMALS 

(COLUMNS 

C+D+E) 

4. Dogs 





0 

5. Cats 





0 

6. Guinea Pigs 





0 

7. Hamsters 





0 

8. Rabbits 





0 

9. Non-human Primates 





_J2 

10. Sheep 





0 

11. Pigs 





0 

12. Other Farm Animals 





6 







13. Other Animate 





6 



















| ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anastatic, analgesic, and tranquilizing drugs, pfforlo^ during, and folfowing actual rete 
teaching, testing, surgary, or axpartmsn te tfon wsra fo iowed by thterasa arah fodlity. 


2) Each principal investigator has considered alternatives to painM procedures. 

3) This facHRy hi adhering to the standards and regulations under toe Act, and R has required tost exceptions to the standards end regulations be specHecf and explained by the principal Investigator and ap 
Institutional Animal Care and Use Committee (1ACUC). A summary of alt such exceptions to attached to this annual report In adcMfon to identifying the lACUC-approved e xceptio n s, this summary inc 
brief explanation of the axcap6om, as well es tie specie* and number of enfolds affected. 

4) The attending veterinarian for this re sea rch fadlity has appropriate authority to eneure the provision of adequate veterinary cere and to oversee Vie adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


I M4uc * rtn c nc r cn no dJCTm m/Mj«i ncnrui / ruu m tvw i 



(AUG 91) 


is obsolete.) 






/s, 1^4/ 

This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 

See reverse side for 
additional information. 

Interagency Report Control No 
0180-DOA-AN 



UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


1. REGISTRATION NO. CUSTOMER NO. 

51-R-0003 79 

FORM APPROVED 

OMB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 

| include Zip Code) 


BIORELIANCE CORPORATION 

14920 BROSCHART ROAD 

ROCKVILLE. MD 20850 



FACILITY LOCATIONS(srfes) 


BIORELIANCE CORPORATION 
ROCKVILLE, MD 20850 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


1 2. Other Farm Animals 



1 3. Other Animals 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the (ACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL | 

— 

| NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

11/12/2004 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 




























This report is required by law .(7 USC 2143). Failure to report according to the regulations can 
result in an order t , cease and desist and to be subject to penalties as provided for in Section 21! 


See attached form for 
additional information. 


Interagency Report 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 51-R-0004 

CUSTOMER NUMBER: 80 

r 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Virion Systems Inc 01 

9610 Medical Center Drive 

Suite 100 

Rockville, MD 20850 

Telephone: (301) -309-1844 

num 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessarv or use APHIS Form 7023A ) 



Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, F. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wti 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reast 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 


( COLUMNS 
C+D+E) 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions Is attached to this annual report In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
/ r'ki^F 'Officer or Legally Responsible Institutional Official ) 


| NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


I DATE SIGNED 


tollM 


APHIS FORM 7023 
{ AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 88), which is obsolete.) 
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Listing of Actual Facility Sites for Virion systems. Inc. 

1. Research Facility: Virion systems, Inc.* 

9610 Medical Center Drive 
Suite 100 

Rockville, Maryland 20850 
(301) 309-1844 

2. Breeding/Holding Facility: Virion systems, Inc.* 

9620 Medical Center Drive 
Suite 102 

Rockville, Maryland 20850 
(301) 294-8061 


* Animals are housed in the vivariums of both facilities. 



Noted Exceptions to the Regulations and Standards 


1. Rodents experiencing difficulty obtaining feed suspended in a wire bar lid or 
masticating biscuits are provided feed/fines or moistened feed on the floor of the 
cage.** 

2. Waste that is, or may be perceived to be, contaminated by biohazards is disposed of 
using Medical Pathological Waste boxes, which remain, uncovered until sealed for 
incineration.*’ ** 


* The materials in these boxes are items such as exam/surgical gloves, disposable 
drapes /toweling, gauze squares, closed tubes, large sharps containers, etc. Carcasses 
are kept in a carcass freezer until the disposal company arrives for pick-up. Then the 
Medical Pathological Waste bags and transport boxes are sealed. (The boxes are lined 
with biohazard bags). 

** Both of the above mentioned items that deviate from the Animal Welfare Regulations 
and Standards have been discussed and approved by the entire IACUC Committee. At 
every meeting the two exceptions are discussed to see if it is necessary to continue 
having these items as exceptions to the regulations. 

Reasoning for the Exceptions. 

1. Cotton rats being wild rodents feed differently than regular laboratory rodents. 

They also have a different body shape. These two items sometimes constitute a need 
to have rodent chow or another appropriate diet easily available to them. For 
example, heavily pregnant cotton rats sometimes have a difficult time sitting up on 
their haunches to get food when they are full term. Also cotton rats have a tendency 
to chip or break their incisors when attempting to escape. Therefore they often will 
not be able to obtain food through the bars of a wire bar lid and will not be able to 
chew standard rodent chow, so they are given a soft, balanced rodent diet until their 
incisors grow out At what time the pregnant female delivers and/or the incisors have 
grown back, the animal is returned to being fed from a wire bar lid. 


2. The MPW transport box is prepared in advance and lined with 2 biohazard bags. Any 
contaminated item or perceived contaminated item is placed into the box to await 
pick up. Sharps are in a contained, sealed secondary safety container. Any oozing, 
leaking, or odiferous items must be contained and placed in a secondary container prior 
to placing them in the MPW box (tissues, carcasses). These items are frozen and 
placed in the box just prior to being removed for incineration. The reasoning behind 
this is to reduce the number of places where biohazard items or those perceived as such 
are kept prior to pick up. The boxes are vividly marked as to what they contain and are 
kept in an out of the way area. 


(b)(6), (b)(7)c 


1ACUC Chairperson 



"This report Is required by law (7 USC 2143). Failure to report according to the regulations can H P Q 0 7 20D 4 attache ^ ^ orm * or 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21i V- additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. CERTIFICATE NUMBER: 

51-R-0006 

CUSTOMER NUMBER: 

81 


Interagency Report Corifr 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Johns Hopkins University, The 
459 S Ross Building 
720 Rutland Avenue 
Baltimore, MD 21205 

Telephone: (410) -502-0421 


I 


3. REPORTING FACILITY ( List ail locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



13. Other Animals 



Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 



o 


0 


229 


0 



Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 



D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


432 


las 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas< 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E ) 



147 

1173 

0. 

1320 

0 

193 

0 

193 

37 

874 

0 

911 

8 

358 

0 

366 

0 

43 

0 

43 

12 

808 

0 

820 



0 

81 

0 

81 



ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 
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DATE SIGNED 


1 w 


~ • t 




























































Johns Hopkins University 
Research Registration No.: 51-R-006 
FY >04 USDA Annual Report 

IACUC approved exceptions to AWA regulations: 

A. Not cleaning or sanitizing at required frequencies. 

1. Two cats are used for studies involving human allergy to cats. These animals are housed in a 
small room resembling an apartment to replicate conditions in a normal human household. The 
room has a rug, a bed with sheets, litter pans, food and water containers and portable cages. The 
cats deposit hair, dander, and other allergens on the sheets. Humans are exposed to these allergens 
by either entering the housing room, or by exposure to air from the room. At the request of the 
investigator, and approved by the IACUC the following room husbandry procedures are followed: 

a. The room floor is mopped with clean water only 

b. The sheets are laundered only when changed by the investigator 

c. The rug is not vacuumed or shaken except by the investigators when they collect 
material for experimental challenges. 

2. A number of baboon cages are machine sanitized at 3-5 week intervals rather than the required 
two- week interval. These are cages in which baboons have been fitted with chronically indwelling 
intravenous or intragastric catheters, which are protected by a tether and harness system. The back 
of the cage contains an instrument panel with levers and lights that the baboon uses to produce 
food pellets and/or drug delivery. To sanitize the cages, the animals must be chemically restrained 
(ketamine hydrochloride), and the system must be dismantled. The baboon must be chemically 
restrained on ketamine until the cage wash is complete and the system reassembled (about 30 min). 
(This time is used to perform a physical examination of the baboon, shave and scrub the catheter 
exit site, clip nails, clean teeth, obtain a body weight, etc). For some studies, the administration of 
a drug like ketamine and the interruption of daily experimental assessment would introduce a 
potentially confounding variable if an arbitrary two-week (or shorter) interval were chosen. At the 
request of the investigator, the IACUC approved a maximum interval of up to 5 weeks between 
machine sanitization. All other routine husbandry procedures, including the cleaning of cage pans, 
are done on schedule. In addition some cleaning of the cage bars can be accomplished as needed 
when the baboon is in the cage to maintain the environment as clean as possible. 

B. Providing space outside of that specified by the standards. 

1 . We occasionally house two juvenile monkeys in cages that contain a total of 6 square feet of 
floor space. These cages are 60 inches high however, so they contain a total of 30 cubic feet. The 
veterinary medical officer felt that with the installation of additional perches these cages could be 
approved by the IACUC for holding two juvenile animals. As necessary and when additional 
perches are installed animals will be pair housed in these cages. 

2. As part of a vaccine study, monkeys will be pair housed in a 4 sq ft Horsfall isolator for up to 
2 1 days to prevent exposure of personnel to infectious agents . Monkeys will be returned to normal 
after confirmation that they are no longer shedding the infectious agents. 

3. As part of imaging studies, dogs will be housed in a 9.2 sq ft, 35.5 inch high cage for up to 10 
days to contain radionuclides used in the study. This housing is required to assure personnel safety 


and prevent environmental contamination. 


C. Exemption from the institution’s environmental enrichment program and use of alternative 
programs during study. 

1 . The investigator requested and obtained an exemption from the IACUC from the requirement 
for social housing and/or environmental enrichment as described in the institution’s Primate 
Environmental Enrichment Program. Prior to behavioral training, or viral infection we routinely 
house compatible animals together in pairs, triples or groups, depending on their age and sex. In 
addition, the standard cage enrichment and novel food enrichments are made available. However, 
if there is a behavioral component to the study, animals must be individually housed for training on 
to the tasks using computerized response boards (food pellet reward), or non-computerized manual 
dexterity devices (raisin puzzle feeder). During this time other enrichment devices may not be 
used. It is important to consider, however, that the animal’s use of the computerized board or 
manual device certainly provides enrichment. The investigators will try to pair house animals 
during the weekends if it does not interfere with the training. During infections animals may or 
may not be pair housed. Animals will be singly housed if necessary to complete the study goals. 

2. As part of a study of control of appetite, satiety and gastric motility non human primates will 
be singly housed, however, they will be provided with toys, remain within visual and olfactory 
contact with other monkeys, and will interact with humans. 

D. Exemption form normal environmental temperature requirements. 

1 . As part of a study of effects of different drugs on the brain, squirrel monkeys will be 
maintained in an environmental chamber at 33°C [91.4°F] for 12 hours. 


The Johns Hopkins University 
70S N. Wyman Park Center 
3400 N. Charles Street 
Baltimore, MD 21218-2692 

FY 2004 USD A Annual Report 

3. Facility locations 

Site 001 : Colleges of Arts and Sciences and Engineering 

Site 003: Bloomberg School of Public Health 

Site 014: Research Farm 

Site 015: Bayview Medical Center 

Site 017: Medical Institutions 

Site 023: IACUC Records 


This report is required by taw (7 USC 2143). Failure to report according to the regulations can 
resutt in an order to cease and desist and to be subject to penalties as provided for in Section 21 i 


UNITFD STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information. 


1. CERTIFICATE NUMBER: 

51-R-0008 

CUSTOMER NUMBER: 

82 


Interagency Report Control No 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Insect Control & Research Inc. 
1330 Dillon Heights Avenue 
Baltimore, MD 21228 

Telephone: (410) -747-4500 






3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY t Attach additional sheets if necessary or use APHIS Form 7023A ) 



A. 

B. Number of animal 
being bred, 
conditioned, or 

C. Number of 
animals upon 
which teaching. 

D. Number of animals upon 
which experiments, 
teaching, research, 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 

F. 

TOTAL NUMBER 

OF ANIMALS 

Animals Covered 

held for use in 

research. 

surgery, or tests were 

the use of appropriate anesthetic, analgesic, or tranquiliz 

By The Animal 

teaching, testing, 

experiments, or 

conducted involving 

drugs would have adversely affected the procedures, ms 

Welfare Regulations 

experiments, 

tests were 

accompanying pain or 

or interpretation of the teaching, research, experiments, 

( COLUMNS 


research, or 

conducted 

distress to the animals an 

surgery, or tests. ( An explanation of the procedures 


surgery but not ye 
used for such 
purposes. 

involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

producing pain or distress in these animals and the reas< 
such drugs were not used must be attached to this report 

C+D+E) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


1 1 . Pigs 


1 2. Other Farm Animals 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


DATE SIGNED 

9/21/04 


( AUG 91 ) 























FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023 A ) 



Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, F. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquili 2 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasr 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquiiizing drugs, prior to, during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
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3. Reporting Facility 
As of June 29, 2004: 

One Medlmmune Way 
Gaithersburg, MD 20878 


Telephone: 301-398-0000 
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Sinai Hospital Of Baltimore, Inc. 
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2401 W. Belvedere Avenue 


Baltimore, MD 21215 
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n< 


j. REPORTING FACILITY { List a ti locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS < Sites ) • See Atached Listing 


REPORT OF ANNALS USED BY OR UNDER CONTROL OF RESEARCH FACUTY ( Attach additional sheets If necessary or use APHIS Form 7023A \ 


Animats Covered 
Sy The Animal 
Welfare Reputation* 


Number of animal 
being brad, 
condtiionad, or 
held for use in 
teaching, teaSng, 
experiments, 
research, or 
surgery but not ys 
used for such 
purposes. 


C. Number of 
anJmefaupon 
which teaching, 
research, 
experiment*, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Q. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
x conducted Invoking 
accompanying pain or 
detrees to tie animals an 
for which appropriate 
anetttistfc, analgesic, or 
franquiKcng drugs wars 


E. Number of animals upon eWch teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wb 
foe use of appropriate anesfteita, analgesic, or tranquttte 
drugs would have adversely aflected tie procedures, net 
or interpretation cf fie leeching, research, experiments, 
surgery, or tests. ( An explanation of the procedure 
producing pain or dMress in dies# animels and the roast 
such drugs were not used must be attached to fois report 


TOTAL NUMBER 
OF AhMMALS 

( COLUMNS 
C+D+E) 


4. Doge 


'i 5. Cate 


t 6. GuItum Pigs 





1 ] [’ T0 J* 8 * K ^ a,f T ■“•Ptobfo Pendants governing the cans, treatment and use trf animals, including appropriate use 0* anastatic, analgesic, and tranquiizJng drugs, prior to, during, and following actual res* 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painfoi procedures. 

3 * Hi?/?**. *? * dt T^ *° th ®, s 1 ,an ? rds * nd r ®9u*»t«ons under me Act. and It has required that exceptions to the standards and regulations be specified ytf explained by the principal investigator. and ap 
instlutKJoat Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this anram report In addition to identifying (he lACUC-epproved exceptions, this summary kk 
bnef explanation of the exceptions, a* weft as foe Species and number of arwnais Netted. 

*} ^toreaearch facility hps appropriate authority to ensure th e provfoon of adequate veterinary care and to oversee tie adequacy of other aspects of animal care end use. 
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This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21i 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


OCT 1 52004 


See attached form for 
additional information. 


1. CERTIFICATE NUMBER: 51 -R-001 2 
CUSTOMER NUMBER: 86 


Interagency Report Control No 



FORM APPROVED 
OMB NO. 0579*003 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Towson University 
8000 York Rd 
Towson, MD 21252 

Telephone: (410) -704-2236 


j 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) * See Atached Listing 


| REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A ) | 

A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas< 
such drugs were not used must be attached to this reporl 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

N/A 





5. Cats 

N/A 





6. Guinea Pigs 

N/A 





7. Hamsters 

N/A 





8. Rabbits 

N/A 





9. Non-human Primates 

N/A 





10. Sheep 

N/A 





11. Pigs 

N/A 





12. Other Farm Animals 

N/A 











13. Other Animals 



• 



Gerbils 

70 

















| ASSURANCE STATEMENTS | 


1 ) Professionally acceptable standards governing the care, treatment and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res* 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 

SIGNATURE 0 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 

DATE SIGNED 

mi 


APHIS FORM 7023 (Replaces VS FORM 1 8-23 (OCT 88), which is obsolete.) 

( AUG 91 ) 



Customer ID and Site Address: 


ID: 86 
Smith Hall 
Towson University 
8000 York Road 
Towson, MD 21204 


Telephone: (410) 704-3061 


This repou is reqmred by law {7 USC 2143). Failure to report according to the regulations can See attached form for Interagency Report Corned No.; 

result in an order to cease and desist and to be subject to penalties as provided for in Section 21? additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 51„R-<)Q13 

CUSTOMER NUMBER: 70 

FORM APPROVED 

OM8 NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Cytimmune Sciences, Inc, 

8075 Greenmead Drive nrp A1 

College Park, MD 20740 ” 1 2UUt 


Telephone: (301) -445-4220 


1 3. REPORTING FACILITY ( List all locations where animals were housed or used In actual research, testing, or experimentation, or heW for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


[ 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets tf neceisirv or use APHIS Form 7023A \ 


A. 

Animats Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 

1 being bred, 

conditioned, or 
j held for use In 

teaching, testing, 
experiments, 
research, or 

i surgery but not y« 

used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

O. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests wore 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranqui lizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted invoking 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasr 
such drugs were not used must be attached to this repori 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E ) 

i ' 

4 Dogs 




i 


5, Cats 






6. Guinea Pigs 



: 



7. Hamsters 



' 



8. Rabbits 

1 

3 - — 


1 ^ 

99 

9. Non- human Primates 

! 

| 




— - — A A 

10. Sheep 

1 





11. Pigs 


1 

i 

i 




12. Other Farm Animals 

_| 








^ „ 

■ 



13. Other Animals 


— - 1 




j 






i 













ASSURANCE STATEMENTS 

1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and trenquilizing drugs, prior to durinq. and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) adh ®™ 9 to standards and regulations under the Act, and It has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Anrma Care and Use Committee (IACUC). A summary of alt such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in< 
bnef explanation of the exceptions, as welt as the species and number of animals affected. 

4) The attending veterinarian tor this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal 


care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


APHIS FORM 7023 
( AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 8B), which is obsolete.) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


DATE SIGNED 


n/ 30 /b 


& 










Column E Explanation 


This form is intended as an aid to completing the Column E explanation. It is not an official form and its use is 
voluntary. Names, addresses, protocols, veterinary care programs, and the like, are not required as part of an 
explanation. A Column E explanation must be written so as to be understood by lay persons as well as scientists. 


1 . Registration Number: si-w-onii 

2. Number 3_3 of animals used in this study. 

3. Species (common name) Rabbit of animals used in the study. 

4. Explain the procedure producing pain and/or distress. 

Rabbits were injected intravenously with varying doses of recombinant human Tumor Necrosis 
Factor alpha (rhTNF) or rhTNF bound to 25 nm colloidal gold particles (rhTNF-cAu). rhTNF- 
cAu is being developed as a new cancer treatment, and based on extensive murine studies the new 
drug is both safer and more effective at reducing tumors than rhTNF alone. As part of our efforts 
to bring this new drug entity into a first-in-man clinical trial, the FDA requires that we conduct a 
toxicology study in a second, non-rodent species. Based on our pre-IND meeting with the FDA 
panel, it was agreed that rabbits could be the species of choice for such a toxicology study. It is 
well-known in the literature that intravenous administration of native rhTNF at specific doses can 
cause fever, malaise, hypotension, gastrointestinal distress, including a cessation in eating, organ 
failure and death. Conversely, the colloidal gold nanoparticles are safe and have been used 
clinically for over 30 years. Rabbits were injected with doses of rhTNF-cAu that were known to 
cause fever, malaise and gastrointestinal distress, but were not fatal. 

5. Provide scientific justification why pain and/or distress could not be relieved. State methods or means used to 
determine that pain and/or distress relief would interfere with test results. (For Federally mandated testing, see 
Item 6 below) 

Scientifically, the study was designed to determine toxic effects of rhTNF-cAu, so anesthesia or 
other palliative measures could not be taken. Each rabbit was monitored closely throughout the 
8-hour maximum acute toxic period, and clear, defined measures of clinical distress were 
established prior to treatment. Additionally, all animals were observed each day following 
treatment until normal eating, drinking and activity were re-established. If, during the acute 
toxicity period, a treated rabbit exhibited significant adverse effects over two consecutive 60- 
minute observation periods, then the animal was to be euthanized. No animals met these criteria 
and all treated animals resumed normal behavior within a maximum of 3 days post-treatment. 


6. What, if any, federal regulations require this procedure? Cite the agency, the code of Federal Regulations 
(CFR) title number and the specific section number (e.g., APHIS, 9 CFR 1 13.102): 


Agency 


CFR 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an orc^r to cease and desist and to be subject to penalties as provided for in Section 21 1 

See attached form for 
additional information. 

Interagency Report Control 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER; 51-R-0016 

CUSTOMER NUMBER; 03 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Henry M Jackson Foundation 
Advancement/Military Medicine 

1401 Rockville Pike, Suite 600 

Rockville, MD 20850 

PEC 

°320lli 


Telephone: (301) -424-0800 




3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


/ ^ r>,s^ ^ jrs . .FACILITY LOCATIONS ( Sites ) - See Atached Listing 

CAMBxex 3wfc/£]0C£ 303o s /&>, uHoaze$u/<LL£ , mo z /?? 3 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A > 



Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animats and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reast 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



13. Other Animals 




ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
1 ou: -Bf Executive Officer or Legally Responsible Institutional Official ) 


I uai ic o titi c nr ^ c a ao iaiotiti itiai 1 a 1 ArriAis a / \ 


DATE SIGNED 


rich is obsolete.) 























This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

51-R-0018 


CUSTOMER NO. 

89 


Interagency Report Control No 
0180-DOA-AN 

FORM APPROVED 
OMB NO. 0579-0036 




ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

UNIVERSITY OF MARYLAND @ BALTIMORE 
10 S. PINE ST. RMG-100 
MSTF BLDG, UMAB 
BALTIMORE, MD 21201 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS (sites) 


VETERINARY RESOURCES 
BALTIMORE, MD 21201 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C * 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


1 2. Other Farm Animals 



13. Other Animals 


Ferrets 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL j 

i 

[ NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print) 

1 

DATE SIGNED 

11/19/2004 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 






































APHIS Form 7023 Additional Reported Sites 


The following additional sites have been reported by the facility. The reported sites have not been verified by APHIS and 
have been provided by the facility solely for completeness of the APHIS Form 7023 Annual Reporting submission. 


Registration Number: 51-R-0018 

Customer Number: 89 

Facility: UNIVERSITY OF MARYLAND @ BALTIMORE 

10 S. PINE ST. RM G-100 
MSTF BLDG, UMAB 
BALTIMORE, MD 21201 


Site A Bressler Research Building 

Site A 685 West Baltimore Street 

Site A Baltimore, Maryland 21201 

Site B Health Sciences Facility-1 

Site B 655 West Baltimore Street 

Site B Baltimore, Maryland 21201 

Site C Maryland Psychiatric Research Center 

Site C Maple and Locust Streets 

Site C Baltimore, Maryland 21228 

Site D Holland Laboratory 

Site D 15601 Crabbs Branch Way 

Site D Rockville, Maryland 20855 



This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 J 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


PEC 1 3 20M See attached form for 


additional information. 


1. CERTIFICATE NUMBER: 51-R-0020 
CUSTOMER NUMBER: 9Q 




Interagency Report Contr 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


School Of Health Professions 
C C B C - Essex Campus 
7201 Rossville Blvd 
Baltimore, MD 21237 

Telephone: (410) -522-1628 


3. REPORTING FACILITY ( Ust all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Usting 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A \ 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, F. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. { An explanation of the procedures 
producing pain or distress in these animals and the reasr 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 




o 


o 


o 


o 

1 

c 

) 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res« 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report In addition to identifying the lACUC-approved exceptions, this summary ln< 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
" ' ~ "''leer or Legally Responsible Institutional Official ) 


I mauf A titi p np r p r» no ikiqtiti mnwAi nppiriAi / Tm* Drint \ 






















OCT 1 2 2D» 


interagency Report Control No.: 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 f 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information. 


1. CERTIFICATE NUMBER: 

51-R-0021 

CUSTOMER NUMBER: 

533 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


American Red Cross 
Jerome H. Holland Laboratory 
15601 Crabbs Branch Way 
Rockville, MD 20855 

Telephone: (301) -738-0634 


1 


i 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets If necessarv or use APHIS Form 7023A \ 


A. 

B. Number of animal 

C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching, experiments, 

F. 


being bred. 

animals upon 

which experiments, 

research, surgery or tests were conducted involving 



conditioned, or 

which teaching, 

teaching, research. 

accompanying pain or distress to the animals and for wh 

TOTAL NUMBER 

OF ANIMALS 

Animals Covered 

held for use in 

research, 

surgery, or tests were 

the use of appropriate anesthetic, analgesic, or tranquiliz 

By The Animal 

teaching, testing. 

experiments, or 

conducted involving 

drugs would have adversely affected the procedures, res 

Welfare Regulations 

experiments, 

tests were 

accompanying pain or 

or interpretation of the teaching, research, experiments, 

( COLUMNS 


research, or 

conducted 

distress to the animals an 

surgery, or tests. ( An explanation of the procedures 


surgery but not y€ 

involving no pain, 

for which appropriate 

producing pain ex distress in these animals and the reas< 

C+D+E) 


used for such 

distress, or use o 

anesthetic, analgesic, or 

such drugs were not used must be attached to this repori 


purposes. 

pain-relieving 

tranquilizing drugs were 




drugs. 

used. 





4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


1 2. Other Farm Animals 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 




NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Tvoe or Print ) 



I DATE SIGNED 
























This report is requ* r ed by law (7 USC 2143). Failure to report according to the regulations can 


See attached form for 
additional information. 


Interagency Report Control No. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 51-R-0025 

CUSTOMER NUMBER: 91 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

University Of Maryland College Park 
Graduate Studies & Research 

College Park Campus 

College Park, MD 20742 

Telephone: (301) -405-4921 

^QV o 

|3. REPORTING FACILITY ( Ust ail locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 

FACILITY LOCATIONS ( Sites ) - See Atached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessarv or use APHIS Form 7023A ) 



Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasr 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

{ COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


Goats 


13. Other Animals 


ferrets 


fruit bats 





12 

6 

0 

18 

5 

0 

0 

5 



ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual resc 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report in addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animats affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 




CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATl 

I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 

I DATE SIGNED 


■ i 


APHIS FO 
( AU( 


lich is obsolete.) 











































This report is required by law (7 USC 2143). Failure to report according to the regulations can * 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21.' 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


2 8 2004 See attached form for 

additional information. 

Interagency Report Ctjitrol No.: 

1 . CERTIFICATE NUMBER: 5 -| -R-0029 

CUSTOMER NUMBER: 476 

FORM APPROVED 

OMB NO. 0579-0036 

Novascreen Biosciences Corporation 
7170 Standard Drive 

Hanover, MD 21076 


Telephone: (410) -712-4411 




3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A l 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, F. 
research, surgery or tests. were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas< 
such drugs were not used must be attached to this reporl 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


1 2. Other Farm Animals 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to. during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

























This report is required by taw (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 


See attached form for 
additional information. 


Interagency Report Control No.: 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 51-R-0031 

CUSTOMER NUMBER: 532 

FORM APPROVED 

OMB NO. 0579-0036 

Washington Biotechnology, Inc. 

Po Box 211 

Simpsonville, MD 21150 . 

r 

Telephone: (410) -633-7449 

10V 3 0 2004 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


c1 9075 Guilford Road and„ 

5olumiia 18 MD a 2f FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, F. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actuai resc 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC) A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in< 

. brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SlttNATI JRF nFGFn OR INRTITI ITIONAI OPPIP.IAJ 


I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


DATE SIGNED 


jbsolete.) 


( AUG 91 ) 




























This report is required by law (7 USC 2143), Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 


DEC 0 6 2001 See attached form for 

additional Information. 


Interagency Report Control No.: 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 51-R-Q032 

CUSTOMER NUMBER: Q2 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Biocon, Inc. 

15801 Crabbs Branch Way 

Rockville, MD 20855 



Telephone: (301) -762-3202 


|3. REPORTING FACILITY ( Ust ail locations where animats were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets If necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


("report of ANIMALS 1 

JSED BY OR UNDER C 

:ONTROL OF RESEAR 

CH FACILITY [ Attach additional sheets It nscessarv or use APHIS Form 7023A ) 

A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used far such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 

Involving no pain, 
distress, or use a 
pain-relieving 
drugs. 

O. Number of animats upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animats upon which teaching, expert mants, 
research, surgery or testa were conducted Involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquil lz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D ♦ E ) 

4. Dogs 






5. Cats 





■ - — 

8. Guinea Pigs 

io 

* 

?V? 

/ 95 

3 3 

7. Hamsters 





— tE — — ■*-. 

8. Rabbits 

IO 

433 

7? i 

0 


9. Non-human Primates 


— 


jP*. — 


10. Sheep 






11. Pigs 



1 



12. Other Farm Animals 












13. Other Animals 



- 





















| ASSURANCE STATEMENTS 

~~ — 1 


D Pra^nioriellyaooeptable standards governing the eve, treatment, end use of animats, including appropriate use of aneetetfc, analgesic, and trwnqutiizinQ drugs, prior to, diring, and following actual rest 
leeching, testing, surgery, or experimentation were followed by this research fadftty. 


2) Each principal investigator has considered alternative. to pmnfui procedures. 


3) This fatality is adhering to the standards and relations under the Act, end it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of aU such exception* ta attached to this annual report In addition to «jerrtiMng the lACUC-appraved exceptions this summerv Inc 
brisrf explanation of toe exceptions, as well as the species and number of animals affected. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 1 

( Chief Executive Officer or Legally Reaponsibla Institutional Official) 1 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL f Type or print > . 

1 . 

DATE SIGNED 


( AUG 91 ) 














Column E Explanation 


This form is intended as an aid to completing the Column E explanation. It is not an official form and its use is 
voluntary. Names, addresses, protocols, veterinary care programs, and the like, are not required as part of an 
explanation. A Column E explanation must be written so as to be understood by lay persons as well as scientists. 


1. Registration Number 5 [ ~~ 0032-> 


2. Number 


125 


of animals used in this study. 


3. Species {common name) (juineaX^iQS o f animals used in the study. 

4. Explain the procedure producing pain and/or distress. 

hair Stile a(~ j^Iacxy o. ay\ 


5. Provide scientific justification why pain and/or distress could not be relieved. State methods or means used to 
determine that pain and/or distress relief would interfere with test results. (For Federally mandated testing, see 
Item 6 below) 


it A /vtoUu*- y&J-tcuj-tA Lc e*-‘-G <3- 

&UxU. **-> UAJt- ^ cU/li^G^yuj OAX.aav\. , toAitA mcuj 

jUJUA.|yUJ»- xu-Crv -dLx. . 

’1l /w> aidUiAJL. CLp/LA04/t'H*i*J*j J. (Lam. a^cX 

\ jrw <JU^TVC <2-< XAaJ-' 


JULJL.A 


Uiajtfi - dLo(UAVYAnOL*_*A. C-t t^c ScaLX *- 1 

A \u.diu iA SLao ^oy- Ou*. 44-,' ! T1 u4 <-*> I*' 


6. What, if any, federal regulations require this procedure? Cite the agency, the code of Federal Regulations 
(CFR) title number and the specific section number (e.g., APHIS, 9 CFR 113.102): 


Agency. 


CFR 



This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an orjer to cease and desist and to be subject to penalties as provided for in Section 21 i 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


Utu 0 6 2004 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


See attached form for 
additional information. 


1. CERTIFICATE NUMBER: 51-R-0034 
CUSTOMER NUMBER: 5Q5 


University Of Maryland Dental School 
666 W. Baltimore St. 

Baltimore, MD 21201 

Telephone: (410) -706-7461 


Interagency Report Control 


FORM APPROVED 
OMB NO. 0579-0036 


irolf^o,: 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY < Attach additional sheets If necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use ot 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, F. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiiiz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 




1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following arfr m l rose 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and It has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Cara and Use Committee (IACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in< 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


NAME & TITLE OF C.E.OfOR INSTITUTIONAL OFFICIAL! Tvdq or Print ) 


I DATE SIGNED 


APH 


vhich is obsolete.) 






















This report Is required by law (7 USC 2143). Failure to report according to the regulations can NOV 01 
result in an order to cease and desist and to be subject to penalties as provided for In Section 21i 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 




See attached form for 
additional information. 


1. CERTIFICATE NUMBER: 

51-R-0036 

CUSTOMER NUMBER: 

93 


Interagency Report Control 


FORM APPROVED 
OMB NO. 0579-0036 



ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Bioqual Inc 

9600 Medical Center Drive 
Rockville, MD 20850 


Telephone: (301) -251-0633 


1 


1 



3. REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets If necessarv or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas< 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 



o 


316 


820 

0 

0 

366 

508 

0 




1 } Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual resc 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition 1o identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


| NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 




CT 88), which is obsolete.) 


DATE SIGNED 
10/26/0 




























This report is required by law (7 USC 2143). Failure to report according to the regulations ^ ^ ^ ^ 200^ 

See attached form for 

Interagency Report Control No.: 

result in an order to cease and desist and to be subject to penalties as provided for in Section 211 

additional information. 

r 


UNITED STATES DEPARTMENT OF AGRICULTURE 1 . CERTIFICATE NUMBER: R1-R_003fi FORM APPROVED 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE ° OMB NO. 0579-0036 

CUSTOMER NUMBER: 94 


Cambrex Bio Science Walkersville Inc 

ANNUAL REPORT OF RESEARCH FACILITY 8830 Biggs Ford Rd - M01 

( TYPE OR PRINT ) Walkersville, MD 21793 

Telephone: (301 ) -898-7025 


3. REPORTING FACILITY ( list all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets If necessary ) 

FACILITY LOCATIONS ( Sites ) - See Atached Listing 


| REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this repori 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E ) 

4. Dogs 



■■■■I 

0 

HRH 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

■m 

urn 

0 

n 

iRm 

7. Hamsters 

0 

0 

0 

0 

0 

8. Rabbits 

0 

0 

0 

0 

0 

9. Non-human Primates 

0 

4 

0 

0 

4 

10. Sheep 

0 

0 

0 

0 

0 

11. Pigs 

0 

0 

0 

0 

0 

12. Other Farm Animals 

m 

N/A 

N/A 

N/A 

N/A 

Goats 

8 

34 

0 

0 

34 

13. Other Animals 

N/A 

N/A 

N/A 

N/A 

N/A 

Burros 

2 

1 

0 

0 

1 













| ASSURANCE STATEMENTS 

1 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest- 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary im 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



FICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 

DATE SIGNED 

APHIS FORM 7023 

(Replaces VS FORM 18-23 (OCT 88), which is obsolete.) 



(AUG 91 ) 



l 






























































vtu e^zim 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 
additional information. 




Interagency Report Control No 
0180-DOA-AN 



1. REGISTRATION NO. CUSTOMER NO. 

51-R-0046 745 

FORM APPROVED 

OMB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 1 

J include Zip Code) 


THOMAS D. MORRIS, INC 

4001 MILLENDER MILL ROAD 

REISTERSTOWN, MD i 

21136 

(410) 356-6780 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS^ sites) 


See Attached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 




1 3. Other Animals 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


o 


o 


u 


v 


p 


V 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 




O 


0 


o 


& 


D 


o 


V 


u 


0 


D 


O 


o 


pp 


V 


V 


V 


o 


V 


o 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D ♦ E) 



CL 

D 






ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


CIAL I NAMF A TIT1 F OF fI F fl OR IMRTHTITIOMAI OFFir.IAl /Ti/«* or Prints I QATI 



DATE SIGNED 


(AUG 91) 


. i-23 (Oct 88), which is obsolete 


I 

PART 1 - HEADQUARTERS 























































This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result m an order to cgase and desist and to be subject to penalties as provided for in Section 21! 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information. 


1. CERTIFICATE NUMBER: 51-R-0050 
CUSTOMER NUMBER: 513 


Interagency ReportJ^o 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Biomedical Research Institute 
12111 Parklawn Drive 
Rockville, MD 20852 


OCT 2 22004 


Telephone: (301) -881-3300 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yc 
used for such 
purposes. 


Number of 
animats upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, expenments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquil) z 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this reporl 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D + E ) 


4. Dogs 


5. Cats 


6 Guinea Pigs 


7. Hamsters 


6 Rabbits 


9 Non-human Primates 


10 Sheep 


11. Pigs 


12 Other Farm Animals 



ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropnate use of anestetic, analgesic, and tranquilizing drugs, pnor to, dunng, and following actual res? 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each pnncipal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the pnncipal investigator ana ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved eAceotions, this sumriao ti 
bnef explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animai care and use 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{ Chief Executive Officer or Legally Responsible Institutional Official ) 


NAME & TITLE OF C.E.O OR INSTITUTIONAL OFFICIAL ( Type or Pont ) 





















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order tc cease and desist and to be subject to penalties as provided for in Section 21 i 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information. 


Interagency Report Coi 


ntrefTja: 


1. CERTIFICATE NUMBER: 

51-R-0051 

CUSTOMER NUMBER: 

96 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Spring Valley Laboratories Inc. 

1500 Fannie Dorsey Rd l\jQ u n 

Sykesville, MD 21784 4 

Telephone: (410) -795-2222 


sm 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A > 



Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o* 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, F. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wn 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


' 9. Non-human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


^ od- s 


13. Other Animals 


Fe 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquiiizing drugs, prior to. during, and following actual res* 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions Is attached to this annual report In addition to identifying the lACUC-approved exceptions, this summary im 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGN 


I NJAMF A TITI P OP r. P O OR IKI.QTIT1 ITIDMAI nPPiriAl ( Jyp e or print) 


DATE SIGNED 

j/MM 


APHIS * wi.ni , wfcv 
{AUG 91 ) 


4ww„ . w . ,w-«!3 (OCT 88), which is obsolete.) 




























FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 



Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ys 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquillz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas< 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

{ COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



12 

0 

0 

12 



1) Professionally acceptable standards governing the care, treatment and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual resc 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



| NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print) 


DATE SIGNED 


ai-tho rurwi 
(AUG 91 ) 


irceptaces vo rurwi io-zj i tw;, wnrcn is obsolete.) 





























* 

This r* )ort is required by law (7 USC 2143). Failure to report according to the regulations can 
resuft in an ord& to cease and desist and to be subject to penalties as provided for in Section 21! 

DEG 0 2 20&1 attached form for 

additional information. 

Interagency Report ContrcOJo^ ^ 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 51-R-0057 

CUSTOMER NUMBER: 69 1 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Osiris Therapeutics, Inc. 

2001 Aliceanna Street 

Baltimore, MD 21231 



Telephone: (410) -522-5005 




3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing £001 At iceanno. St reel 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, F. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wti 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


1 2. Other Farm Animals 


F. 

TOTAL NUMBER 

OF ANIMALS 

( COLUMNS 
C+D+E ) 

-0 - 

— t 

) — 


0 

— 

— i 

o- 

i 

c 

) — 

| 

0 

1 — 

I 

c 

) 

— i 

0 — 

—0 — 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



| NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


DATE SIGNED 


h is obsolete.) 


( AUG 91 ) 

































* This report is required by law <7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided tor in Section 2150- 


See reverse side lor 
additional information. 


mittt nvyjuM (ahiiiui iw. 
0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 

OF RESEARCH FACILITY 

( TYPE OR PRINT) 


URE I. REGISTRATION NO. I FORM APPROVED 

«*» SI -R- 0057 | 

DEC o 2 200 2. HEADQUARTERS RE EARCH FACILITY (Name and Address, as registered with USDA 

Include Zip Code) 

\L REPORT Osiris Therapeutics, Inc. 

r 2001 Aliceanna Street 

Baltimore, MD 21231 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use this form.) 


Animals Covered 
By The Animal 
Welfare Regulations 


12 4/OR 13 Other 
(List by species) 


Number of 
animals being 
bred, 

conditioned, or 
held ior use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used lor such 
purposes 


C Number ot 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ol pain- 
relieving drugs. 


Number ol animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquitizing drugs were 
used. 


Number ol animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation ot the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report). 


TOTAL NO. 
OF ANIMALS 


(Cols. C + 

O + E) 



ASSURANCE STATEMENTS 


1) . Professionally acceptable standards governing the caie, treatment, and use of animals, including approriale use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 

and following actual research, teaching, testing, surgery, or experimentation were I olio wed by this research facility 

2) . Each principal investigator has considered alternatives to painful procedures 

3) . This lacility is adhering to the standards and regulations under the Act, and it has required that exceptions 1o the standards and regulations be specified and explained by the 

principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC) A summary of all such exceptions is attached io this annual report In 
addition to identifying the IACUC approved exceptions, this summary includes a briel explanation ot the exceptions, as well as the species and number ol animals affected 

4) . The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy ot other aspects of 

animal care and use. 


CERTIFICATION BY HEADQUARTER RESEARCH FACILITY OFFICIAL 
(Chier Executive Officer or Legally Responsible Institutional Official) 

I certify lhat the above is true, correct, and complete (7 USC Section 2143) 


NAME 4 TITLE OF C EO. OR INSTITUTIONAL OFFICIAL (Tvoe or Print) 


DATE SIGNED 


APHIS FORM 7023A 
(AUG 91 ) 


PART 1 - HEADQUARTERS 




This report is requirwl by law (7 USC 2143). Failure to report according to the regulations i 
can 


DEC 0 9 2004 See attached form for 

additional information 


Interagency Report Control No. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 

51-R-0059 

CUSTOMER NUMBER: 

1636 


Advanced Bioscience Labs., Inc, 
5510 Nicholson Lane 
Kensington, MD 20895 

Telephone: (301) -881-5600 


FORM APPROVED 
OMB NO. 0579-0036 



FACILITY LOCATIONS ( Site* ) - See Atached Listing 


| REPORT OF ANIMALS i 

JSED BY OR UNDER CONTROL OF RESEARi 

CH FACILITY f Attach additions 

1 sheets If necessary or use APHIS Form 7023A ) | 

A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ye 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
reilevlng drugs. 

D. Number of animals 
upon which 

experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquillzing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 


25 



25 

9. Non-human Primate 

192 

392 

31 


423 

10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animats 
























| ASSURANCE STATEMENTS 


1 


1 ) Professionally acceptable standards governing the care, treatment, and use of animats, including appropriate use of aneststic, analgesic, and trartquilizing drugs, prior to, during, and following 
actual research, teaching, testing, surgery, or exper ime ntat i on were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal 
investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of alt such exceptions is attached to this annual report In addition to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the spades and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL l Tvom or Print 

DATE SIGNED 


^ • i(ww (iibjmvos » o rwr\m io-m i uo wruun is uusmete. 


(AUG 91 ) 



This repoi is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

51-R-0059 


CUSTOMER NO. 
1636 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

ADVANCED BIOSCIENCE LABS., INC. 

5510 NICHOLSON LANE 
KENSINGTON, MD 20895 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS (sites) 


ABL BIOCONTAINMENT FACILITY 
ROCKVILLE, MD 20850 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


13. Other Animals 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching, 

F. 

animals upon 

which experiments, 

experiments, research, surgery or tests were 


which teaching, 

teaching, research, 

conducted involving accompanying pain or distress 

TOTAL NO. 

research, 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

experiments, or 

conducted involving 

anesthetic.analgesic, or tranquilizing drugs would 


tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C ♦ 

conducted 

distress to the animals 

interpretation of the teaching, research, 

D + E) 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 

pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 


use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 


relieving drugs. 

used. 

must be attached to this report) 






ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL ] 

| NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

11/24/2004 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 

































This report is required by law (7 USC 2143). Failure to report according to the regulations can NOV 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 

3 0 2004 See attached form for 

additional information. 

Interagency Report Control No.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

1. CERTIFICATE NUMBER: RI^R-OnfiD 

FORM APPROVED 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


OMB NO. 0579-0036 


CUSTOMER NUMBER: -| 047 



Umbi Animal Core Facility 


ANNUAL REPORT OF RESEARCH FACILITY 

Mbcrf 1st FI., South 


( TYPE OR PRINT ) 

725 W. Lombard St. 



Baltimore, MD 21201 



Telephone: (410) -706-2754 



3. REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessarv or use APHIS Form 7023A ) 



Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, F. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected die procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. { An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7: Hamsters 


8. Rabbits 


9. ’ Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res* 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Tvce or Print I 


I DATE SIGNED 

ft joH 



























NOV 2 9 2004 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21J 


See attached form for 
additional information. 


Interagency Report CorjjwfNO.: 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

{ TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 51-R-0061 
CUSTOMER NUMBER: 1668 


Human Genome Sciences Inc 
9410 Key West Avenue 
Rockville, MD 20850 

Telephone: (301) -251-6023 


FORM APPROVED 
OMB NO. 0579-0036 


3. REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) | 

A 

B. Number of animal 

C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching, experiments, 

F. 


being bred, 

animals upon 

which experiments, 

research, surgery or tests were conducted involving 



conditioned, or 

which teaching, 

teaching, research, 

accompanying pain or distress to the animals and for wh 

TOTAL NUMBER 
OF ANIMALS 

Animals Covered 

held for use in 

research, 

surgery, or tests were 

the use of appropriate anesthetic, analgesic, or tranquiiiz 

By The Animal 

teaching, testing, 

experiments, or 

conducted involving 

drugs would have adversely affected the procedures, res 

Welfare Regulations 

experiments, 

tests were 

accompanying pain or 

or interpretation of the teaching, research, experiments, 

( COLUMNS 


research, or 

conducted 

distress to the animals an 

surgery, or tests. ( An explanation of the procedures 


surgery but not ye 

involving no pain, 

for which appropriate 

producing pain or distress in these animals and the reasc 

C+D+E ) 


used for such 

distress, or use o 

anesthetic, analgesic, or 

such drugs were not used must be attached to this report 


purposes. 

pain-relieving 

tranquiiizing drugs were 





drugs. 

used. 






1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquiiizing drugs, prior to, during, and following actual resc 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 




CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNA 


1 NAME & TITLE OF C E O OR INSTITUTIONAL OFFICIAL t Time or Print i C 

IATE SIGNED 



-I 



APHIS F 

( Abo si j 






























FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessarv or use APHIS Form 7023A ) 



Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, F. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiiiz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to. during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in< 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



DATE SIGNED 

11 * 22 * 


rtiich is obsolete.) 


{ AUG 91 ) 






















APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 51 - R - 0072 

Customer Number: 84 


Facility: Howard County Fairgrounds 

2110 Fairgrounds Road 
West Friendship, MD 21794 


Maryland Veterinary Medical Association 
8015 Corporate Drive, Suite A 
Baltimore, MD 21236 
phone (410) 931-3332 
fax (410) 931-2060 


This report is required by law (7 USC 21 43). Failure to report according to the regulations can NOV 

t f) 2004 See attached form for 

ofor-' 

Interagency Report Control Nqj : 

result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 

additional information. 



UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 51-R-0073 

CUSTOMER NUMBER: 12786 

FORM APPROVED 

OMB NO. 0579-0036 


Avalon 


ANNUAL REPORT OF RESEARCH FACILITY 

20358 Seneca Meadows Parkway 


( TYPE OR PRINT ) 

Germantown, MD 20876 



Telephone: (301 ) -556-9829 




3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY < Attach additional sheets if necessarv or use APHIS Form 7023A ) 



Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas< 
such drugs were not used must be attached to this repori 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 




TION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
;ecutive Officer or Legally Responsible Institutional Official ) 


SIGNA1 


DATE SIGNED 

/el >^0* 

APHIS F 

> obsolete.) 

























This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 211 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


NOV 2 4 .2004 


See attached form for 
additional information. 


1. CERTIFICATE NUMBER: 

51-R-0075 

CUSTOMER NUMBER: 

13764 


Interagency Report Control 


FORM APPROVED 
OMB NO. 0579-0036 


dI to.: 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Biosynexus Incorporated 
9298 Gaither Road 
Gaithersburg, MD 20877 

Telephone: (301) -330-5800 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY i Attach additional sheets If necessarv or use APHIS Form 7023A ) 



Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquitiz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this repori 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D + E) 



4. Dogs 


5. Cats 


6- Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 
































This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 211 

See attached form for 
additional information. 

Interagency Report ContrqfNo.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 51-R-0076 

CUSTOMER NUMBER: <| 7320 

FORM APPROVED 

OMB NO. 0579-0036 

NOV 1 2 20M 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Otsuka Maryland Medicinal Laboratories Lie 

Maryland Rooooroh Loborotorieo — 

9900 Medical Center Drive 

Rockville, MD 20850 

Telephone: (301) -424-9055 

|3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 

• 

FACILITY LOCATIONS ( Sites ) - See Atached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessarv or use APHIS Form 7023A 1 


A. 

B. Number of animal 

C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching, experiments, 


being bred. 

animals upon 

which experiments, 

research, surgery or tests were conducted involving 


conditioned, or 

which teaching, 

teaching, research, 

accompanying pain or distress to the animals and for wh 

Animats Covered 

held for use in 

research, 

surgery, or tests were 

the use of appropriate anesthetic, analgesic, or tranquiliz 

By The Animal 

teaching, testing, 

experiments, or 

conducted involving 

drugs would have adversely affected the procedures, res 

Welfare Regulations 

experiments, 

tests were 

accompanying pain or 

or interpretation of the teaching, research, experiments, 


research, or 

conducted 

distress to the animals an 

surgery, or tests. ( An explanation of the procedures 


surgery but not ye 

involving no pain, 

for which appropriate 

producing pain or distress in these animals and the reasr 


used for such 

distress, or use o 

anesthetic, analgesic, or 

such drugs were not used must be attached to this report 


purposes. 

pain-relieving 

tranquilizing drugs were 





F. 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E ) 



drugs. used. 




1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUOapproved exceptions, this summary in( 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



APHIS T 88), which is obsolete.) 

( AUG 91 ) 


























NOV 0 ;j 2004 

This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 


See attached form for 
additional information. 


Interagency Report Control 


Str 1 




3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets If necessary or use APHIS Form 7023A \ 


B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 



Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


o 


o 


1 70 


0 



13. Other Animals 




C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate » 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquili 2 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reast 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 

OF ANIMALS 

( COLUMNS 
C+D+E) 

0 

0 

0 

0 

0 

0 

0 

0 

1 70 

0 

0 

170 

0 

0 

o 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

1 

0 

0 

0 

0 

0 

0 

0 




ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary im 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



I NAME A TITLE OF C E O OR INSTITUTIONAL OFFICIAL ( Tvnn or Print ) 


DATE SIGNED I 

10 / 28/(14 


y nw w r f 


obsolete.) 








































































This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 J 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information. 


Interagency Report Control NoTT 




ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 51-R-0080 

CUSTOMER NUMBER: 26109 

FORM APPROVED 

OMB NO. 0579-0036 

Functional Genetics Inc 


12111 Parklawn Drive Suite 202 


Rockville, MD 20852 


f 

Telephone: (740) -698-0001 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS { Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 



Animals Covered 
By The Animat 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use or 
pain-relieving 
drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, F. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E ) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


1 2. Other Farm Animals 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{ Chief Executive Officer or Legally Responsible Institutional Official ) 
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This report is required by law (7 USC 2143) Failure lo report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided lor in Section 2150. 


See reverse side lor 
additional inlormahon. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 






Interagency Report Control No 
01 80-DOA-AN 


FORM APPROVED 
OMB NO 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA , 
include Zip Code ) 

Dept, of Veterans Affairs Headquarters 
810 Vermont Avenue, N.W. 

Washington, DC 20420 




3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, leaching, or experimentation, or held lor these purposes. Attach additional 
sheets il necessary.) 


FACILITY LOCATIONS (Sites) 


512 VAMHCS - 10 N. Greene Street 


Baltimore, MD 21201 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number ol 
animals being 
bred, 

conditioned, or 
held lor use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number ol 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D- Number ol animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress lo the animals 
and lor which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and lor which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report). 


TOTAL NO 
OF ANIMALs 


(Cols. C + 
D + E) 


4. Doqs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non -human Primates 


10. Shee 


11. Pias 


12. Other Farm Animals 




13. Other Animals 




ASSURANCE STATEMENTS 


1) Prolessionaliy acceptable standards governing the care, treatment, and use ol animals, including approriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility 

2) Each principal investigator has considered alternatives lo painful procedures 

3) This facility is adhering to the standards and regulations under ihe Act. and it has required Ihat exceptions lo the standards and regulations be specified and explained by the 
principal investigator and approved by Ihe Institutional Animal Care and Use Committee (IACUC) A summary of all such exceptions is attached to this annual report. In 
addition lo identifying the lACUC-approved exceptions, this summary includes a brief explanation ol the exceptions, as well as the species and number ol animals affected 

4) The attending veterinarian lor this research facility has appropriate authority to ensure the provision ol adequate veterinary care and lo oversee the adequacy ol other aspects ol 
animal care and use. 
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SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 
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(AUG 91) 


(Replaces VS FORM 18-23 (OCT 88). which is 
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